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DEPARTMENT  OF  AGRICULTURE 
Federal  Grain  Inspection  Service 
7  CFR  Part  800 

Revision  to  the  Warehouseman’s 
Sample-Lot  Inspection  Certificate 

agency:  Federal  Grain  Inspection 
Service,  USDA. 

ACTION:  Final  rule. 

summary:  The  Federal  Grain  Inspection 
Service  {FGIS  or  Service)  is  revising  the 
Warehouseman’s  Sample-Lot  Inspection 
Certificate  by  adding  two  qualifying 
statements.  Adding  of  the  qualifying 
statements  will  clarify  the  certificates  as 
to  the  nature  of  the  inspection  service 
rendered  and  their  status  under  the 
United  States  Grain  Standards  Act 
(Act),  as  amended. 

EFFECTIVE  DATE:  June  17, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 
John  W.  Marshall,  Director,  Inspection 
Division,  USDA,  FGIS,  Room  0627-South 
Building,  1400  Independence  Avenue, 
SW.,  Washington,  D.C.  20250,  telephone 
(202)  447-8497. 

The  Final  Impact  Statement 
describing  the  options  considered  in 
developing  this  rule  and  the  impact  of 
implementing  each  option  is  available 
on  request  from:  Director,  Issuance  and 
Coordination  Staff,  USDA,  FGIS,  Room 
1127  Auditors  Building,  1400 
Independence  Avenue,  SW., 

Washington,  D.C,  20250,  telephone  (202) 
447-3910. 

SUPPLEMENTARY  INFORMATION:  This 
final  action  has  been  reviewed  under 
USDA  procedures  established  in 
Secretary’s  Memorandum  1955  to 
implement  Executive  Order  12044,  and 
has  been  classified  “not  significant.” 

Proposed  rulemaking  was  published 
on  pages  52337-52339  of  the  Federal 
Register  of  August  6, 1980,  and  invited 
comments  for  60  days  ending  October  6, 
1980. 

Three  comments  were  received,  all  in 
favor  of  the  proposal.  The  commentors 
agreed  that  additional  statements  will 
assure  that  all  parties  in  the  grain 
industry  fully  understand  the  inherent 
limitations  of  the  Warehouseman’s 
Sample-Lot  Inspection  Certificate.  Based 
on  these  comments  and  other 
information  made  available  to  FGIS,  the 
Warehouseman’s  Sample-Lot  Inspection 
Certificate  is  being  revised. 

Under  the  authority  in  Section  16(a)  of 
the  Act,  notice  is  hereby  given  that  the 
Administrator  of  the  FGIS  is  amending 
§  800.161(b)(23)  (7  CFR  800.161  (b)(23))  of 
the  regulations  under  the  Act  to  include 
two  statements  further  qualifying  the 


Warehouseman’s  Sample-Lot  Inspection 
Certificate. 

Paragraph  (b)(23)  of  §  800.161  of  the 
regulations  under  the  Act  is  amended  to 
read  as  follows: 

§  800.161  Official  certificate  requirements. 
(B)  *  *  * 

(23)  Warehouseman ’s  sample-lot 
inspection.  For  a  certificate  for  a 
warehouseman’s  sample-lot  inspection 
service,  the  name  of  the  licensed 
employee,  the  number  of  the  contract 
entered  into  by  the  licensed  employee, 
and  the  statements:  (i)  in  bold  print, 

“The  results  of  this  inspection  were 
based  on  a  sample  obtained  and 
submitted  by  an  elevator  employee 
licensed  under  a  contract  with  the 
Service,  This  certificate  does  not  meet 
the  inspection  requirements  of  Section  5 
of  the  Act,”  and  (ii)  in  ghost  or  shadow 
type  diagonally  across  the  face  of  the 
certificate,  the  word  “QUALIFIED.” 

*  It  *  *  * 

(Sec.  18.  Pub.  L.  94-582,  90  Stat.  2884  (7  U.S.C. 
87  e)) 

Done  in  Washington,  D.C.,  on  December  10, 
1980. 

L.  E.  Bartelt, 

Administrator. 
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